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(c) The milk shall not contain more than 50,000 bacteria per cubic centimeter at 
time of delivery to the consumer. In case a count exceeding 50,000 bacteria is found, 
daily counts shall be made, and if normal, counts are not restored immediately the 
certificate shall be suspended and sections 2, 3, 4, 5, and 6 of this order and regulation 
complied with. 

(rf) The bottles or other containers in which this milk is stored or delivered shall 
be marked, in plain black letters, "inspected milk," in addition to the name of the 
producer or dealer. 

(«) No person shall be employed or permitted to work on such farms unless and until 
it shall have been demonstrated to the satisfaction of the health department of the 
city of Toledo, Ohio, that said person is not a typhoid, tuberculosis, or diphtheria 
carrier. All persons so employed shall first obtain a certificate signed by the chief 
health officer of the department of health of the city of Toledo, Ohio, certifying that 
they have been examined by a physician employed by the department of health of 
the city of Toledo, Ohio, and that they are not typhoid, tuberculosis, or diphtheria 
carriers. 

Sec. 2. Pasteurization of milk shall be performed by a process whereby every por- 
tion of the milk is raised to a temperature of 142° P. and retained at that temper- 
ature for a period of 25 minutes by the holding process, and no other process shall 
be adopted or used, and immediately thereafter cooled to a temperature of 50° F., or 
under. 

Sec. 3. No pasteurization equipment shall be used that is not approved by the 
Toledo health department; that each pasteurizing apparatus shall be equipped with 
a time and temperature recording apparatus, approved by the health department. 
The record shall be filed at the pasteurizing plant and mailed to the Toledo health 
department on Thursday of each week. 

Sec. 4. All pasteurized milk shall be plainly marked on each bottle cap or other 
container in which milk is delivered to the consumer, with a label bearing the inscrip- 
tion, " pasteurized milk. ' ' All milk, when offered for sale, shall be of such pathological 
character that the bacterial count shall not be above 150,000 per cubic centimeter and 
in no case shall milk contain pathogenic (disease bearing) germs. 

Sec. 5. Immediately after the process of pasteurization and cooling the milk must 
be put into the final container, unless it has been pasteurized in the container in 
which it is to be delivered. 

Sec. 6. Milk shall not be pasteurized more than once; that all cream and skinmed 
milk shall be pasteurized or made from pasteurized milk; that buttermilk shall be 
made from milk or cream that has been pasteurized before churning. 

Buildings and Premises — Sanitary Regulation. (Reg. Bd. of H., June 3, 1915.) 

Section 1. The term "lodging house" as used in this order and regulation shall be 
taken to mean and include any house or building or portion thereof in which com- 
partments are arranged on the cubicle dormitory or ward plan and in which persons 
are harbored or received or lodged for hire or any part of which is let to any person 
in which to sleep. 

The term "tenement" as used in this order and regulation shall be taken to mean 
and include any building or part thereof in which any person or persons shall occupy, 
use, or live in one or two rooms for the purposes of a home or dwelling. 

The term "apartment" as used in this order and regulation shall be taken to mean 
and include any building or portion thereof in which any person or persons shall 
occupy, use, or live in three or more rooms for the purposes of a home or dwelling. 

Sec. 2. Every owner or keeper of a lodging house and every owner, lessee, or agent 
of a tenement house and apartment or other building leased as a dwelling for more 
than two families shall keep or cause to be kept in e clean and thoroughly sanitary 
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condition all and every part of such house, tenement, or building, and shall also 
keep clean every yard, court, alley, area, and passage connected with or belonging 
to the said building to the satisfaction of the department of health or its agents. 

Sec. 3. No vault, cellar, or underground room shall be let or occupied separately 
as a dwelling, nor in a tenement, lodging, or apartment house or building shall such 
a place be used for sleeping or lodging purposes. A cellar shall mean any basement 
or lower story of any building or house of which one-half or more of the height from 
the floor to the ceiling is below the level of the ground adjoining. 

Sec 4. No owner or lessee or agent of any building or part thereof shall lease or 
let or hire out the same or any part thereof to be occupied by any person, or allow the 
same to be occupied if said building or any part thereof shall be inadequate or defec- 
tive in respect to strength, protection, ventilation, light, water, water-closet, sewer- 
age, or to any other usual, proper, or necessary provision or precaution for the security 
of life and health, nor unless said building and every part thereof shall be in a condi- 
tion of cleanliness and wholesomeness. 

Sec 5. When certified to by an agent or representative of the department of health 
that any house or building is unfit and detrimental to the health of the occupants 
by reasons expressed in the preceding section hereof, the health officer shall issue a 
notice to vacate said building, which notice shall be served upon the occupants 
and also served upon the owner, agent, or lessee of said building. If any person so 
notified shall neglect or refuse to remove from and quit such building within the time 
specified in the notice, they shall be subject to prosecution for violation of such notice. 

Sec 6. No owner, lessee, or keeper of any tenement, lodging or apartment house 
shall cause or allow any part of such house to be overcrowded by so great a number 
of persons to dwell, be, or sleep in such house or houses as thereby to cause danger 
to health. Whenever it shall be certified by the sanitary inspector or his agent that 
any such place or room is so overcrowded that there is less than 250 cubic feet of 
air to each occupant of such building or room, with a floor space of less than 35 square 
feet for each occupant, the health officer shall issue an order requiring the number of 
occupants of such building or room to be reduced so that the inmates thereof shall 
not exceed one person to 350 cubic feet of air or to a floor space of 35 square feet in 
any such place or room, and hereafter no room used as a sleeping room or living room 
shall be built without a window open to the outside air. 

Sec 7. The beds in all such houses and in every room in which beds are let ior 
lodgers shall be separated by a passageway of not less than 2 feet horizontally, and 
all the beds shall be so arranged that under each of them the air shall freely circulate. 
Separate iron or metal bedstead with bedding and bed clothes shall be provided for 
each lodger, and no lodger shall be allowed to sleep elsewhere than in such bed. All 
beds, bed clothes, mattresses, and pillows shall be kept clean and free from vermin. 
No comforters shall be permitted, but blankets used instead, and all sheets and pillow 
or bolster cases shall be changed as often as necessary to keep the same clean, or as 
may be required by the health department. All cubicles shall be so constructed 
that the partitions thereof shall not extend within 2 feet of the ceiling, and a space 
of 2 square feet shall be provided for ventilation purposes, such space to be within 
18 inches of the floor and to open into a hall or passageway. 

Sec. 8. All plumbing fixtures in any lodging house, tenement, or apartment building 
mentioned in this order and regulation, except washbowls, shall be placed in a toilet 
room or compartment entirely shut off from any sleeping room by an air-tight partition 
extending from floor to ceiling. The entrance to this toilet room or compartment 
must not open directly into any sleeping room, and such compartment or room must 
be provided with a window which will open to the outside air and have at least 3 
square feet of glas3 area. Provision shall be made to light said toilet room or com 
partment with gas or electric light, and the same shall be lighted continuously through- 
out the night. 
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Sec. 9. In all houses and structures occupied by human beings for any purpose 
whatever, provided said houses or structures can not be classed as a tenement house, 
lodging house, hotel, apartment house, or private one-family dwelling, it shall be the 
duty of the owner to keep the cellar walls thoroughly whitewashed or painted and to 
maintain them in this condition; to keep the yards, areas, courts, halls, attics, rooms, 
roofs, cellars, sheds, and other vacant portions free from all accumulations of dirt, 
filth, garbage, ashes, rubbish, or other waste material; to supply sufficient covered 
metallic receptacles or conveniences for ashes, rubbish, garbage, refuse, and other 
materials, to keep the same in proper condition, and to provide a place in which to 
keep such receptacles; to provide adequate water supply fixtures and maintain them 
at all times of the year; also to provide an adequate number of modern water-flushing 
toilet fixtures; and it shall further be his duty to provide proper drainage for the yard, 
court, or outside areas and to maintain the surface of the yard in a reasonably even 
and good condition, that drainage may be efficient. 

Sec 10. In all single one-family houses or structures, or houses where each tenant 
has his own yard, toilet facilities, etc., it shall be the duty of the tenant to keep his 
yard, area, court, roof, cellar, attic, rooms, toilet compartment, and all other place3 
clean and free from all accumulations of ashes, rubbish, garbage, refuse, and other 
waste matters, and the tenant, on moving to another location, shall leave said premises 
in a reasonably clean condition. 

It shall be the duty of the owner of said variety of structure, before renting the same, 
to place the property in a reasonably clean condition, to provide at least one modern 
water-flush toilet fixture and to provide suitable water fixtures and maintain the same 
in good condition throughout the year. 

Sec 11. It shall be the duty of the owner of every structure used for dwelling or 
business purposes to keep the cellar free from accumulations of water. In case such 
accumulations occur he shall immediately have such water pumped out and shall 
have the cause repaired or conditions altered so that further accumulations will be 
prevented. 

Sec 12. It shall be the duty of every property owner to maintain the existing toilet 
fixtures in working order, and in case a catch basin or water-flushed toilet fixture 
becomes useless or obstructed to immediately repair the same. 

Sec 13. It shall be the duty of every property owner to have his yards, drains, 
cisterns, downspouts, pipes, vaults, catch basins, water-flushed toilets, etc., in such 
condition that there shall be no leakage into adjoining property or inconvenience of 
the owner or tenant of the same. 

Sec 14. Whenever no city sewer is provided or whenever the property is so situated 
that a vault must be maintained, it shall be the duty of the owner, if the present vault 
overflows onto adjoining property, to have said vault cleaned and conditions changed 
or altered so that said vault will not overflow. It shall be the duty of the owner to so 
construct existing vaults and vault houses that flies and other vermin and animals 
will not have free access to the filth. Lime or other suitable disinfectant must be 
used during the summer months and at other time3 if the vault is foul. 

TRENTON, N. J. 

Fowl — Running at Large Prohibited — Keeping of. (Ord. Aug. 28, 1915.) 

1. No domestic fowl or fowls shall be permitted to run at large within the limits of 
the city of Trenton under a penalty of $5 for each offense. It shall be the duty of the 
poundkeeper to take up and impound any fowl found running at large and to keep 
such fowl for a period of 48 hours from the time of impounding. All fowls so impound ed 
may be redeemed by the owner upon paying to the poundkeeper, for his own use, 
the sum of 50 cents for each fowl, and upon such redemption the owner shall not be 



